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Material Safety Data Sheet 

May be used to comply with 
OSHA s Hazard Communication Standard, 
29 CFR 1910.1200, Standard must be 
consulted for specific requirements., 


TO 

l ;/(/7 3 7 /|/ 

U.S. Departmeot of Labor 
Occupational Safety and Health Administration 
(Non-Mandatory Form) 

Form Approved 
OMB No, 1218-0072 


^ I Infofmithn h 3va#afi/e, me space mus b» msiKea to /ncfcaw thaf. 

Section I —■ — ^ 


Manufacturer s Name 

CHUNG PAK BATTERY WORKS LTD 

Emergency Telephone Number 
Not applicable 

Address (Numb^, 5(rwf, City, 5tare, artd ZiP C<»do) 

7/F.. CHUNG PAK commercial BLDG 2 CHO 

Telephone Number for information ^ 

(00852)27171338 

YUEN ST., YAU TONG BAY, KOWLOON. HONG 

Date Prepared 
JULY 12. 2001 

KONG 

Section TT - Hezarrfmis 

Signature of Preparer (optional) 

i.1 



HaijariJous Compo fwrtts (Specific Cnemical Wentrty; C&mmon Narna(sj) OSHA P£l 

iVlercury (H ^ 

Cadmium fCdl 

Lead (Pb) ™ 


OrperLimitg Reccitimended %(optionai) 

0.483% - 

0.000433% 

^ 0.00885% 




Section nr > Physical/chemical Characteristic 


Boiling point 

N/A 

1 Specific Gravity (HjOeI) 

N/A 

Vapor Pressure (mm HgJ 

N/A ; 

Melting Point ~j 

N/A ' 

Vapor Density (Air=l) 

N/A 1 

Evaporation Rate (Butyl Acetate±11 1 

N/A 

Solubility in water 

N/A 


Appearance and odor 

TTT .. .1 ^ ■ 

N/A 


Section IV- Fire and Explosion Hazard Data 


Flash Point (Method used) 

None-flammafale 

Extinguishing Media 


Flam able Limits 

[N/A 


LEL 


UEL 


- — : — ; Dry Chemical, Foam 

Sp^i^l Fire Fighting Procedures 

None 


Water. Carbon Dioxide 


Unusual Fire and Explosion Hazards 

— — No unusual fire occur, but may ei<plode if ignited. 
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Section V - Reactivity Data 


Stablity 

Unstable 

■ 

Condition to avoid 

Avoid shortino 


Stable 

X 


Incompatibility (Material to Avoid) 


None 

Hazardous Decomposition or Byproducts 

None 

Hazardous 

Pctymerization 

May occur 

1 Condition to avoid 
1 None 


Will not occur 

X 

— ..... 

Section VI - Health Hazard Data 

Not applicable for finished product used In normal conditions. 

Route(s) of Entry: Inhal^ion? 

Skin ? Ingestion? 


Health Haurds (Acute and Chronic} 


Carcinogenicity: NTf» ? lARC Monographs 7 OSHA Regulation ? 

Signs and Smptoms of Exposure 


Medical Conditions 


Emergency and First Aid Procedures 


SectionTH - Precautions for Handling and Use 

Steps to 3e TaKen in Case Material Is Released or spilled 

Flush with large arnounts of water. 


Waste Disposal Method 

Dispose Ip accordance with Federal. States and local regulations, 

Do not incinerate, 


Precautions to Be Taken in Handling and Storing 

Do not make ceils shorted. 


Other Precautions 

Do not heat or dispose of in fire. Do not recharge or disassemble the ceil. 


SectionVni - Control Measures Not applicable for finished produ ct. 

Respiratory Protection (Specify Type) 


Ventilation 

Local Exhaust 

Special 

Mechanical (General) 

Other 

Protective Gloves I 

1 Eve Protection 

Other Protective Clothing or Equipment 
Work/Hvgienic Practices 


P&ac 2 


TOTAL P.02 
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